BUILDERS' IRONWORK. 
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MEASURES BROS. AND CO., 

Proprietors of PHILLIPS’ Patent Bights for Girders and Fire-proof Floors, 

MANUFACTURERS OF 

ROLLED IRON JOISTS, FLITCH PLATES, GIRDERS, ROOFING, 

AND EVERY DESCRIPTION OF BUILDERS' IRONWORK. 


Having always in Stock upwards of 2000 Tons of Iron Joists of the sizes given below, Orders 
can be executed at once from Stock, and at Low Prices. 
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Lengths from 8 feet to 36 feet. 
All other Sections made can 


BE SUPPLIED. 


PLATES. 

Inches. 
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12 feet to 30 feet long. 


Prices, &c., on application. 


RIVETED GIRDERS. 



PATENT GIRDERS. ROLLED IRON JOISTS. 



SHEETS OF SECTIONS AND PRICES ON APPLICATION. 

Designs and Estimates free on receipt of particulars. 

PHILLIPS' PATENT FIRE-PROOF FOLOOItS- 


MEASURES BROS. AND CO., 

IRON CONTRACTORS AND ENGINEERS. WORKS: SOUTHWARK STREET; 
REDCROSS STREET; AND WORCESTER STREET, LONDON, S.E. 
Manchester Office: 6, BOND STREET. 
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